Congratulations
to
THE   CLASS   OF    '48
The First National Bank of Clearwater
MEMBER FEDERAL RESERVE SYSTEM
Deposits Insured by Federal Deposits Insurance Corp.
Maximum  Insurance for  Each  Depositor  $5,000
